CLARKE Arthur 

Eric, Aged 91. Died 
4th July after a long 
and wonderful life. 
Much loved by family 
and friends, always the 
gentleman. Funeral 
Service Guildford 
Crematorium 29th July 
1.30pm. Family flowers 
only. Donations to 
British Heart Foundation 
C/O Holmes & Family 
20 Fleet Road, Fleet, T: 
01252 628 600 


